Distribution

David 0. Smith, Esq.
Green Hill Mining Company
P.O. Box 699
Corbin, Kentucky 40701

Thomas A. Grooms, Esq.

Office of the Solicitor

U.S. Department of Labor

280 U.S. Courthouse

801 Broadway

Nashville, Tennessee 37203

Michael McCord, Esq.
Office of the Solicitor
U.S. Department of Labor
4015 Wilson Blvd.
Arlington, Virginia 22203

Chief Administrative Law Judge Paul Merlin
Federal Mine Safety & Health Review Commission
1730 K Street, N.W.
Washington, D.C.  20006

798' of a total penalty of  $134.00 to be
